The NORRIS W. HEFFER 


are an Internationally known .Institution. Estab¬ 
lished in 1920, serving with modern scientific 
equipment and a well trained staff specializ¬ 
ing in spinal correction and body distortions 
revealed by fuli length body X-rays. Before 
and after X-ray pictures verify the fact that 
it is an Institution to get you well and keep 
you well. 
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